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- CAUTION 


RISK OF ELECTRIC SHOCK 
DO NOT OPEN 


CAUTION: TO REDUCE THE RISK OF ELECTRIC SHOCK 
DO NOT REMOVE COVER (OR BACK) 

NO USER-SERVICEABLE PARTS INSIDE 

REFER SERVICING TO QUALIFIED SERVICE PERSONNEL 


This symbol is intended to alert 
you of the presence of uninsulat- 
ed dangerous voltage within the 
unit's enclosure that may be of 
sufficient magnitude to constitute 
a risk of electric shock. 


This symbol is intended to alert 
you of the presence of important 
operating and maintenance 
instruction in the literature 
accompanying the unit. 


ADJUSTMENT 


f^ a o 
\ ) Equipment required | 


(1) RF signal generator, adjusted to 37.1kHz sine wave output. 
(2) Loop antenna. 
(3) Oscilloscope. 


Procedure 
1 Connect loop antenna to RF generator. 
2 Locate loop antenna close to the REMOTE SENSOR diode. 
3 Connect oscilloscope to #2 terminal of U804. 
4 Apply 37.1kHz sine wave. 


Note | 

Use a possible minimum level of the sine wave to ensure the 
| measurement accuracy. 
| 5 Adjust L802 for maximum scope display. 


Adjustment: RS-103 


1 Connect RF generator output to. the sensor output (CN701). 
2 Connect oscilloscope to #2 terminal of U704. 
3 Apply 37.1kHz sine wave. 


| Note 
Use a possible minimum level of the sine wave to ensure the 


measurement accuracy. 
| pe 4 Adjust L702 for maximum scope display. 


Adjustment Location 
<PC Board Top View> 
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PARTS LIST, RC-101 mechanical 


Mechanical Parts 


[Parts other than those on PC boards are listed 
here. For PC board parts, refer to the corres- 
ponding parts list of (2) and up. 


Ref. No. 


Part Code - 


VS852WQ001 
VS852WQ002 
MU895SMOO? 
VM177S8006 
VM187SB004 


VVL511GE08 
VVL801UL06 
VVL221WN11 
MB985SD001 
ME9SEAA038 


VB841SB001 
VS749AK004 
VS432AS001 
VS732K F003 
VN120SN002 


VN120SM002 
MS633SD004 
MB533SD003 
VS605FF001 


ACAC213ULA 
VM270NB015 


BTPB3006TZ 
BTPB3006TZ 
BTPB5016TB 
BTPB3006TB 
BTPB3010TZ 


BTPB3008PB 
BTPB3006TZ 
BTPB3006TZ 
BTPB3006TZ 
BTPB3008PZ 


BTPB3008PZ 
BWM30805SZ 


Description 


Board, wood, left 
Board, wood, right 
Cover 

Cylinder 

Pedestal 


Decal, serial Z, on #10 
Decal, UL stuff, on #2 
Decal, UL stuff, on #2 
Chassis 

Escutcheon 


Frame, LED 

Bezel 

Filter, LED 

Mask 

Spacer, button, S 


Button, press, A 
Shield 

Shield, top 
Washer 


Cable set, AC 
Strain relief 


Screw, BT, 3X6 
Screw, BT, 3X6 
Screw, BT, 5X16 
Screw, BT, 3X6 
Screw, BT, 3X10 


Screw, BT, 3X8 
Screw, BT, 3X6 
Screw, BT, 3X6 
Screw, BT, 3X6 
Screw, BT, 3X8 


Screw, BT, 3X8 
Washer 


Notes 


. Miscellaneous Electricals 


Part Code Description 

APSDPOO3AH Assembly, connect board 

APSSW331AA Assembly, PWR SW board 

APSLD219AA Assembly, LED board 

APSRXOOSAH Assembly, sensor board 

PSZZ256COX PC board, terminal 

TJCO2S040Z Connector, multi 

CRA333A03N C+R module, 0.033+120 

YJAO2S015U Outlet, AC 

YJAO6S003U Outlet, AC 

ZRA132402U Relay 

TPG41U004T | Transformer, power 
Miscellaneous 

Part Code Description 

KTRC101UXX Manual, instructions, rev. 0 

KZ000125BX Leaflet, important safety 

KPRC101U01 Carton 

KNRC101U01 Cushoning, front 

KNRC101U02 Cushoning, rear 

KNRC101U03 Cushoning, remote controller 

ACPPO42GEA Cable set, audio 

ZBA315204Z Battery, UM-3 


When ordering parts, please specify BOTH the Ref. 


No. and the Part Code. 


Regular ceramic capacitors and carbon resistors 
are not listed. Refer to the schematic diagrams 
for specfic value. 


Unit for capacitors in microfarad, voltage 50V 
unless otherwise specified. 


Unit for resistors and potentiometers in ohm, 
wattage iW unless otherwise specified. m/o for 
metal-oxide type. 


Inductors, u=micro e.g. uH=microhenry. 


PC BOARD 


PARTS LIST, 


DIAGRAM, 


(2) PSDPOO3COX Board 


Part Code 


CEAE102ALX 
YJF10S052Z 


QDSWO2XXXZ 
QDSN4003AZ 


YJPO3S007U 
QTA1015XTT 
QTC1815XTT 
QTDO880XAT 
QTA1015XTT 
RG1ATJ820B 


QQM07805FJ 
QQM07812FJ 


QQN06416BC 
cx0800001% 


Description 


Capacitor, electro., 1000, 25V 


RC-101 


PSDPOO3COX 


RC-101 electrical 


Connector, multi 


Diode, silicon, WO2RL 
Diode, silicon, 1N4003 


Jack, RCA, 3p 


Transistor, 
Transistor, 
Transistor, 
Transistor, 


Resistor, m/o, 82, 1W 


2SA1015 
2$C1815 
2SD880 

2SA1015 


IC, NJM78LOSA 
IC, NJM78L12A 


IC, LM6416E 


Oscillator, 


ceramic 


l Ref. No 9 


D803 


L801 
L802 


U804 


Ref. No. 
LD801 


LD802 
LD803 


Ref. No. 


$801 


(3) PSRXOOSCOX Board 


Part Code 
QDPPH302XA 


LF562KCO1T 
TROSPROO1S 


QQM01474AA 


Description 
Diode, photo, PH302 


RFG, 5.6mH 
RFC, 5.6mH variable 


IC, muPC1474HA 


(4) PSLD219COX Board 


Part Code 


LBLN217RB 
LBLN217RN 
LBLN317GN 


Description 


LED 
LED 
LED 


(5) PSSW331COX Board 


Part Code 


SPO1AAX86A 


Description 


Switch, press 


WIRING DIAGRAM, RC-101 
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SCHEMATIC DIAGRAM, RC-101 PARTS LIST, RT-102 mechanical 


CParts other than those on PC boards are Listed 
here. For PC board parts, refer to the corres- 
ponding parts list of (2) and up.J 


Ref. No. Part Code Description 


A91/01|HOSNIS 
$189 [3LOW38 


"D | 1 NSART10201 Assembly, cover, top 
u | 2 NSP0004359 Cover, bottom 
= N | 3 NSP0004362 Cover, battery 
ta ^5 Bul l 
SEAN 38 O : 4 NSPO004360 Filter 
X M m "s o rx (5 NSP0004366 ^ Switch, keyboard 
29 j Oly 6 NSP0004371 Screw 
| fs] S BC : 
ion 2 | (x NSART10102 Assembly, pc board 
ll 3 8 VVL431GE14 Decal, ID 
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e See KTRT102UXX Manual, instructions, rev.0 
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er EE PARTS LIST, RT-102 electrical 
Heer © di e HA 
"Spe 9 mn 
ore. © CS c p (*) NSART10102 Assembly, PC Board 
3 09 S ue (Co, 
Tg or og «d IN We 
go m3 No m p Ref No. Part Code. Description 
< 5 S D {D 
- D 18 ca NSP0004370 PC board 
E: JE c3 CEAB470UMN Capacitor, electro., 47, 6.3V 
O D1 NSPO004369 LED | 
i | D2 NSPO004369 LED 
O (D3-8) QDSS1040XP Diode, silicon, US1040 
Oi 
o 3 Ici NSPO004367 IC, muPD1943G 
x eo e Q1 NSP0004368 Transistor, 2SC2673 
X1 CX0455001M Oscillator, ceramic 
E S o Notes 


NO S1311n0 
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When ordering parts, please specify BOTH the Ref. 
No. and the Part Code. 
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Regular ceramic capacitors and carbon type 
resistors are not Listed. Refer to the schematic 
diagram for specific value. 


Note 


Resistors AW unless otherwise noted; values in ohm, 1k=1,0000hm. 


Capacitors in microfarad, p=picofarad. m/o=metal-oxide 


A : Safety requirement components in accordance with present safety regulations. M es 
These components must be replaced by original components. 

To servicers To comply with the safety regulations, be sure to perform leakage current 
or resistance measurement before returning the appliance to customer. 
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PARTS LIST, RS-103, mechanical 


[Parts other than those on PC boards are Listed 
here. For PC board parts, refer to the corres- 


ponding parts List of (2) and up.] 


Ref No. 


PARTS LIST, RS-103 electrical 


Ref No. 


D701 
D704 
LD 702 


L701 
L702 


Q701-3 


U701 
U704 


Part Code 


VB763SM036 
VB763SM037 
MB653SD002 


MS653SD001 
ML622SD002 
VS527AX005 


VS708YB004 
VS635EE001 
APSRXOO6AH 


BTPP3010PZ 
BSPB3006NZ 


YJC013001Z 


Description 


Cover, top 


Cover, bottom 


Shield, A 


Shield, B 


Bracket (CN701) 


Filter 


Pedestal 
Decal, ID 


Assembly, PCb 


Screw, 3X10 
Screw, 3X6 


Connector, type F 


(*) APSRXOO6AH Board 


Part Code 


QDSS1040#P 
QDPPH302XA 
QLBLN221RN 


LF562KCO1T 
TROSPROO1S 


QTC1815XAT 


QQM07805 FJ 
QQM01474AA 


Description 


Diode, silicon, US1040TA 
Diode, photo, PH302 
LED, LN221RP 


Coil, 5.6mH 


Coil, 5.6mH, variable 
Transistor, 2SC1815 


IC, NJM78L05A 
IC, muPC1474HA 


Miscellaneous 


KTRS103UXX 
AZRS103*01 


Manual, instructions, rev #0 
Cable set, connection 


SCHEMATIC DIAGRAM, RT-102 
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